









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-2007 Telephone Repeater TP-14 (1950),
published by the U.S. Army.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. Army.
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TM 11-2007 — Telephone Repeater TP-14

Cl TECHNICAL MANUAL pens AND PUBLICATION CUSTER, MICHIGABLE HONE REPEATER TP-14

2 1RBE. nus) Phone 2220 pDpPARTMENT OF THE ARMY No. 1 WasHINGTON 25, D. C., 8 November 1950 mien TM 11-2007, 19 February 1945, is changed as follows:


Section |. DESCRIPTION A

bd Note (added). Telephone Repeater TP-14 procured on Order Nos. 12013 ae Phila—49 and 19576—Phila—49 is similar to Telephone Repeater TP-—14 described in this technical manual except as noted in these changes.


8.1 Noise Suppression 2 | (Added)

To reduce vibrator noise on the telephone repeaters procured on Order Nos. 12013—Phila—49 and 19576—Phila—49, a resistor R53 has been inserted between C24 and the common connection of terminal 10 of power transformer T3 and the rectifier. The description of resistor R53 is as follows: fixed; carbon; 8,200 ohms +5%; % watt; %, inch diameter by * inch long; Signal Corps stock No. RC20BF822 J. Refer to figures 22 and 23.1 for the location of this resistor.



37. Wiring Diagram

6b. To become familiar * * * of the socket. On figure 23.1 these wires are designated 60 WH/O-RED and 58 WH/O-RED, respectively. Remember that it * * * the feed lines.

* * * * x * *

* * * * * * *



46. Identification Table of Parts for Telephone Repeater [P-14 (Superseded)

Note. The fact that a part is listed in this table is not sufficient basis for requisitioning the item. Requisitions must cite an authorized basis, such as T/O & E, TE, T/A, T/BA, SIG 6, SIG 7 & 8, SIG 7—-8-10, SIG 10, list of allowances of expendable material, or another authorized supply basis. The Department of the Army Supply Catalog applicable to the equipment covered in this manual is SIG 7 & 8-TP-14. For an index of available supply catalogs in the Signal portion of the Department of the Army Supply Catalog, see the latest issue of SIG 1, Introduction and Index.
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Major General, USA The Adjutant General

OFFICIAL! + J. LAWTON COLLINS EDWARD F. WITSELL Chief of Staff, United States Army



DiIsTRIBUTION:

Tech Sve (2) except 11 (50); Arm & Sve Bd (1); AFF Bd (ea Sve Test Sec) (1); AFF (5); OS Maj Comd (5); Base Comd (38); MDW (5); A (20); CHQ (2); FC (2); Sch (2) except 11 (10); Gen Dep (2); Dep 11 (5); Tng Div (2); PE (10), OSD (2); Lab 11 (2); 4th & 5th Ech Maint Shops 11 (2); Two (2) copies to each of the following T/O & E's: 11-18; 11-18—OS; 11-47; 11-97; 11-107; 11-127; 11-500, GM, GN, GO, GP, GQ, GR, GS, GT, GV, GW, GX, GU: 11-587; 11-592; 11-597; SPECIAL DISs-TRIBUTION.

For explanation of distribution formula, see SR 310-90-1.
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“"‘TM 11-2007, 19 February 1945, is changed as follows:
J

" Section |. DESCRIPTION

Note (added). Telephone Repeater TP-14 procured on Order Nos. 12013-
Phila—49 and 19576-Phila—49 is similar to Telephone Repeater TP-14 described
in this technical manual except as noted in these changes.

8.1 Noise Suppression
. (Added) 5

To reduce vibrator noise on the telephone repeaters procured on
Order Nos. 12013-Phila—49 and 19576—Phila—49, a resistor R53 has
been inserted between C24 and the common connection of terminal
10 of power transformer T3 and the rectifier. The description of
resistor R53 is as follows: fixed; carbon; 8,200 ohms +5%; % watt;
% inch diameter by % inch long; Signal Corps stock No. RC20BF822J.
Refer to figures 22 and 23.1 for the location of this resistor.

37. Wiring Diagram
* * * * * * *
b. To become familiar * * * of the socket. On figure 23.1
these wires are designated 60 WH/O-RED and 58 WH/O-RED,

respectively. Remember that it * * * the feed lines.
* * * * * * *

46. ldentification Table of Parts for Telephone Repeater TP-14
(Superseded)

Note. The fact that a part is listed in this table is not sufficient basis for req-
uisitioning the item. Requisitions must cite an authorized basis, such as T/O &
E, TE, T/A, T/BA, SIG 6, SIG 7 & 8, SIG 7-8-10, SIG 10, list of allowances of
expendable material, or another authorized supply basis. The Department of
the Army Supply Catalog applicable to the equipment covered in this manual is
> SIG 7 & 8-TP-14. For an index of available supply catalogs in the Signal por-
tion of the Department of the Army Supply Catalog, see the latest issue of SIG
1, Introduction and Index.
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